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Message Text 

UNCLASSIFIED 

PAGE 01 NEW DE 13195 301205Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

017417 301206Z/50 

O R 301147Z AUG 78 
FM AMEMBASSY NEW DELHI 
TO USDOC WASHDC IMMEDIATE 
AMCONSUL BOMBAY IMMEDIATE 
AMECONSUL MADRRAS IMMEDIATE 
AMCONSUL CALCUTTA IMMEDIATE 
INFO SECSTATE WASHDC 3695 

UNCLAS NEW DELHI 13195 

E.O. 11652: N/A 
TAGS: BEXP, IN 

SUBJECT: U.S. MEDICAL EQUIPMENT CATALOG EXHIBITION-JAN 1979 
REF: (A) USDOC 15623 (B) NEW DELHI 15885 (NOV 77) 

1 . MISSION CONCURS WITH DATES FOR SUBJECT SHOW PER 
RERTEL(A). THERE ARE NO DIFFICULTIES IN SCHEDULING AIR 
TTRAVEL BETWEEN CITIES. 

2. JANUARY 26 IS REPUBLIC DAY (INDIAN NATIIONAL HOLIDAY). 

SHOW WILL BE HELD IN CALCUTTA ON THURSDAY, JANUARY 25, AND 
SATURDAY, JANUARY 27. 

3. NEW SCHEDULE FOR INDUSTRY TECHNICAL REPRESENTATIVE IS: 

JANUARY 15-17 (MON/WED) NEW DELHI 

17 1850 HRS. DEP. VIA AIR FOR MADRAS 
18-19 (THURS/FRI) MADRAS 
20-21 (SAT/SUN) DEP. VIA AIR FOR BOMBAY 
22-24 (MON/WED) BOMBAY 

24 1600 HRS. DEP. VIA AIR FOR CALCUTTA 

25 (THURS) CALCUTTA 

26 (FRI) HOLIDAY- REPUBLIC DAY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NEW DE 13195 301205Z 

27 (SAT) CALCUTTA 

28 (SUN) DEP. INDIA. 

GOHEF.N 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978NEWDE13195 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780354-0133 
Format: TEL 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978088/aaaaagug.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f2c9ea65-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 NEW DELHI 15885 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1785224 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. MEDICAL EQUIPMENT CATALOG EXHIBITION-JAN 1979 
TAGS: BEXP, IN 
To: COM BOMBAY 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/f2c9ea65-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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